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Determination of 4-(methylnitrosamino)-4-(3-pyridyl)butyric 
acid in tobacco, tobacco smoke and the urine of rats and 
smokers 620(1993)55 


5-Methyltetrahydrofolate 

Identification of 10-formyltetrahydrofolate, tetrahydrofolate 
and 5-methyltetrahydrofolate as major reduced folate 
derivatives in rat bile 620(1993)39 


Metolcarb 

Simple, rapid and simultaneous measurement of eight different 
types of carbamate pesticides in serum using liquid 
chromatography—atmospheric pressure chemical ionization 
mass spectrometry 620(1993)61 


Mycotoxins 

Identification of mycotoxins in keratomycosis-derived 
Fusarium isolates by gas chromatography—mass spectrometry 
620(1993)243 


Nicotine 

Determination of 4-(methylnitrosamino)-4-(3-pyridyl)butyric 
acid in tobacco, tobacco smoke and the urine of rats and 
smokers 620(1993)55 


Simple high-performance liquid chromatographic method to 
verify the direct barbituric acid assay for urinary cotinine 
620(1993)254 


NK 611 

Determination of the new podophyllotoxin derivative NK 611 
in plasma by high-performance liquid chromatography with 
ultraviolet detection 620(1993)233 


Compound Index 


Norepinephrine 

Determination of catecholamines in urine and plasma by 
on-line sample pretreatment using an internal surface boronic 
acid gel 620(1993)175 


OPC-18790 

Stereoselective high-performance liquid chromatographic assay 
for the determination of OPC-18790 enantiomers in human 
plasma and urine 620(1993)97 


Organic acids 

Quantification of methylmalonic acid in serum measured by 
capillary gas chromatography—mass spectrometry as fert.- 
butyldimethylsilyl derivatives 620(1993)1 


Pesticides 

Simple, rapid and simultaneous measurement of eight different 
types of carbamate pesticides in serum using liquid 
chromatography—atmospheric pressure chemical ionization 
mass spectrometry 620(1993)61 


Phenylmercapturic acid 
Determination of phenylmercapturic acid in urine of benzene- 
exposed BDF-1 mice 620(1993)239 


Podophyllotoxin derivative 

Determination of the new podophyllotoxin derivative NK 611 
in plasma by high-performance liquid chromatography with 
ultraviolet detection 620(1993)233 


Propofol 

Determination of plasma propofol levels using gas 
chromatography—mass spectrometry with selected-ion 
monitoring 620(1993)260 


Propoxur 

Simple, rapid and simultaneous measurement of eight different 
types of carbamate pesticides in serum using liquid 
chromatography—atmospheric pressure chemical ionization 
mass spectrometry 620(1993)61 


Proteins 

Separation of human tear proteins with ceramic 
hydroxyapatite high-performance liquid chromatography 
620(1993)149 


Apometallothionein in rat liver 620(1993)191 


Direct injection assay of drug enantiomers in serum on 
ovomucoid-bonded silica materials by liquid chromatography 
620(1993)199 


Quinidine 

Simple direct injection high-performance liquid 
chromatographic method to determine quinidine in plasma 
620(1993)278 


Ro 23-9424 

Determination of a new antibacterial agent (Ro 23-9424) by 
multidimensional high-performance liquid chromatography 
with ultraviolet detection and direct plasma injection 
620(1993)211 


297 


Steroids 

Optimization of the high-performance liquid chromatographic 
separation of a mixture of natural and synthetic 
corticosteroids 620(1993)15 


Development of an isotope-selective high-performance liquid 
chromatography detector using chemical-reaction interface 
mass spectrometry: application to deuterated cortisol 
metabolites in urine 620(1993)89 


Determination of exemestane, a new aromatase inhibitor, in 
plasma by high-performance liquid chromatography with 
ultraviolet detection 620(1993)225 


Comparison of immunoaffinity chromatography combined 
with gas chromatography—negative ion chemical ionisation 
mass spectrometry and radioimmunoassay for screening 
dexamethasone in equine urine 620(1993)250 


Tear proteins 

Separation of human tear proteins with ceramic 
hydroxyapatite high-performance liquid chromatography 
620(1993)149 


Tetrahydrocortisol 

Development of an isotope-selective high-performance liquid 
chromatography detector using chemical-reaction interface 
mass spectrometry: application to deuterated cortisol 
metabolites in urine 620(1993)89 


Tetrahydrocortisone 

Development of an isotope-selective high-performance liquid 
chromatography detector using chemical-reaction interface 
mass spectrometry: application to deuterated cortisol 
metabolites in urine 620(1993)89 


Tetrahydrofolate 

Identification of 10-formyltetrahydrofolate, tetrahydrofolate 
and 5-methyltetrahydrofolate as major reduced folate 
derivatives in rat bile 620(1993)39 


2-Thiothiazolidine-4-carboxylic acid 

Automated column-switching high-performance liquid 
chromatography for the determination of 2-thiothiazolidine-4- 
carboxylic acid in urine 620(1993)47 


Tocopherols 

Determination of plasma tocopherols by high-performance 
liquid chromatography with coulometric detection 
620(1993)268 


T-2 toxin 

Identification of mycotoxins in keratomycosis-derived 
Fusarium isolates by gas chromatography—mass spectrometry 
620(1993)243 


Vitamin E 

Determination of plasma tocopherols by high-performance 
liquid chromatography with coulometric detection 
620(1993)268 


298 Compound Index 


Xylylcarb 3,5-Xylylmethylcarbamate 

Simple, rapid and simultaneous measurement of eight different Simple, rapid and simultaneous measurement of eight different 
types of carbamate pesticides in serum using liquid types of carbamate pesticides in serum using liquid 
chromatography—atmospheric pressure chemical ionization chromatography—atmospheric pressure chemical ionization 
mass spectrometry 620(1993)61 mass spectrometry 620(1993)61 


